To:  Acevedo,  Janie[Acevedo. Janie@epa.gov] 

From:  Region  6 Press 

Sent:  Mon  8/1 0/2015  1 0:41 :23  PM 

Subject:  US  EPA  Region  6 Medica  Cail-August  1 1 


Aug.  11,  3 PM  MTN:  EPA  Daily  Media  Call  on  Gold  King  Mine 

Release 


Contacts:  Paula  Smith,  Colorado,  smith.paula@epa.gov 
David  Gray,  New  Mexico,  qrav.david@epa  .gov 
Kelly  Zito,  San  Francisco,  zito.kellv@epa.qov 

COLORADO,  DALLAS,  SAN  FRANCISCO  - (August  9,  2015)  EPA  is  providing  daily  updates  for 
members  of  the  media  via  conference  call.  In  order  to  provide  better  service  and  audio  quality,  we  will  use 
our  operator  assisted  conferencing  service. 


WHO:  EPA  Officials  from  Denver,  Dallas  and  San  Francisco  (varies  by  date) 


WHEN:  August  1 1 , 3 PM  (Mountain,  MT) 


WHERE: 


Conference  Dial-in  Number: 
Conference  Identif 


Nonresponsive  Conference  Code 


Nonresponsive  Conference  Code  j 

Gold  King  Mine  Release  - EPA  Media  Update 


On  Aug.  5 while  investigating  Gold  King  Mine  in  Colorado,  EPA  and  State  Division  of  Reclamation  Mining 
and  Safety  triggered  a large  release  of  mine  wastewater  into  Cement  Creek.  EPA  is  working  closely  with 
first  responders  and  local  and  state  officials  to  monitor  water  contaminated  by  the  spill.  The  spill  path 
flows  through  3 of  EPA’s  regions  (Region  8 (Colorado/Utah  & Southern  Ute  Tribe);  Region  6 (New 
Mexico),  and  Region  9 (Navajo  Nation).  EPA  has  activated  its  Emergency  Operations  System  to  ensure 
coordinate  on  among  its  regions,  laboratories  and  national  program  offices  in  Washington  DC.  EPA  is 
closely  coordinating  with  the  officials  in  Colorado,  New  Mexico,  Utah,  Southern  Ute  Tribe  and  Navajo 
Nation. 


For  the  latest  information,  photos,  and  the  data  when  available,  visit 

http://epaosc.org/site/site  profile. aspx?site  id=1 1 082  . 


If  you  would  rather  not  receive  future  communications  from  Environmental  Protection  Agency,  let  us  know  by  clicking  here. 
Environmental  Protection  Agency,  Fountain  Place  12th  Floor,  Suite  1200  1445  Ross  Avenue,  Dallas,  TX  75202-2733  United  States 
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